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CONFIDENTIAL BUCHAREST 2447 

E.O. 11652: GDS 
TAGS: PFOR, MPOL, RO 

SUB J : PROPOSED US NAVAL VISIT TO CONSTANTA, JUN 20-24 

1. ON JUNE 4, 1974, DATT WAS NOTIFIED BY CHIEF, FOREIGN 
LIAISON SECTION, MINISTRY OF DEFENSE, THAT ROMANIANS 

HAVE GRANTED DIPLOMATIC CLEARANCE FOR THE USS WAINWRIGHT 
TO MAKE PORT VISIT AT CONSTANTA JUNE 20-24. ALSO, THAT 
FORMAL, WRITTEN CLEARANCE WILL COME FROM THE MINISTRY OF 
FOREIGN AFFAIRS TO THE EMBASSY WITHIN FEW DAYS. 

2. DATT WILL PROCEED IMMEDIATELY WITH PRE- ARRIVAL 
PLANNING. USS WAINWRIGHT WILL BE NOTIFIED AS INFORMATION 
BECOMES FIRM ON THE DETAILS. 
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